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E.O. 11652: XGDS1 
TAGS: ESTC, COCOM, TECH 

SUBJECT: COCOM LIST REVIEW: IL 1 13 1 - LIQUID SODIUM 
PUMPS 

REF: OECD PARIS 5985 

1. INSISTENCE OF NETHERLANDS DELEGATE ON CLARIFICATION 
OF ITEM COVERAGE FOR LIQUID SODIUM PUMPS, I.E. WHETHER 
AFT, 36 OR 1 131, IS RELATED TO NPT ZANGER COMMITTEE TRIG- 
GER LIST. OFF THE RECORD HE POINTED OUT THAT DURING THE 
GENEVA NEGOTIATIONS ON NPT, IT WAS AT THE SPECIAL RE- 
QUEST OF THE SOVIET UNION THAT LIQUID SODIUM PUMPS WERE 
ADDED TO THE TRIGGER LIST. WITH THIS IN MIND. THE NE- 
THERLANDS WOULD LIKE TO SEE COMMITTEE AGREEMENT ON THE 
RECORD THAT LIQUID SODIUM PUMPS ARE ONLY COVERED BY 
ART, 36 (AND NOT UNDER 1 131) TO FACILITATE COMMON APPLI- 
CATION OF CONTROLS. 

ACTION REQUESTED: SEE REFTEL REPORT OF GENERAL DISCUS- 
SION FOR ITEM 1131. 
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